To:  McGrath,  Shaun[McGrath. Shaun@epa.gov];  Card,  Joan[Card. Joan@epa.gov];  Thomas, 

Deb[thomas.debrah@epa.gov] 

From:  Hestmark,  Martin 

Sent:  Thur  8/6/201 5 1 1 :55:30  PM 

Subject:  FW:  Gold  King  Mine  Blowout  Response  Contact  List 

Copy  of  GoIdKinqMineBlowout  contact-list.xisx 


So.  Utes  are  on  this  list. 


From;  Chavez,  Luke 

Sent:  Thursday,  August  06,  2015  5:16  PM 

To:  Smith,  Paula;  Hestmark,  Martin;  Ostrander,  David;  Mylott,  Richard;  Dhieux,  Joyel; 
Ackerman,  Joyce;  Cristiano,  Gina;  Farris,  Laura;  Myers,  Craig;  McComb,  Martin;  Chavez,  Luke; 
Stevenson,  Peter;  Griswold,  Hays;  Faulk,  Libby;  Mohr,  Mindy;  Bahrman,  Sarah;  Werner, 

Phillip;  McKean,  Deborah;  Brobst,  Bob;  Russo,  Rebecca;  Copeland,  Michael;  Webster,  Susan; 
Foster,  Althea;  Garcia,  David;  Restivo,  Angela;  Crossland,  Ronnie;  Wall,  Dan 
Subject:  Gold  King  Mine  Blowout  Response  Contact  List 


Please  let  me  or  Michael  Copeland  (copelapd.michael@epa.govl  know  if  we  need  to  make  any 
corrections. 


Thanks  for  your  assistance! 


Luke 


Luke  D.  Chavez. 


Environmental  Engineer/Exerdse  Coordinator,  MEP 
Emergency  Response  and  Preparedness 
US  EPA  Region  VIII  (EPR-ER) 

1595  Wynkoop  St. 

Denver,  CO  80202 


1782632 


ED  000552B  00009931-00001 


303.312.6512  (office) 


720.320.6250  (mobile) 


1782632 


ED  000552B  00009931-00002 


